

CARBURETOR LINKAGE (SIDE VIEW) 


1/4" UNIVERSAL THROTTLE RODS 
(CUT TO LENGTH) 

1/4" X 3/4" TENSION SPRING 

/ 1/8 'X 1" X 5" SLOTTED 
/ ACCESSORY BRACKETS 

/ EXISTING THROTTLE ROO 


GASOLINE CAR8URET0H 


MOUNT AIR AND GAS THROTTLE 
RODS ON ARMS 1-1/8" CENTER TO 
CENTER FROM THROTTLE VALVE SHAF^ 

1/4" X 2-1/2" X 4-1/2" UNTHREAOEO 
PLATE W/1-1/4" ANO 1-1/2” HOLES 


1-1/2" FLANGED SANITARY EL80W. 


SLEEVEO CABLE 


5/16" X 1-3/4" STUDS W/NUTS 


3/8" CLEVISES 


1-1/4" FLANGED SANITARY ELBOW TWO-STAGE SPRING 





